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Exterior 
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Exterior 



Ref No. Part No. Item Description 

1 PL068I9000 Drip Tray 

2 PL023I8000 Foot 

3 Lock Assembly - see page 1 1 

4 (a) WO03925000 LED Assembly 
(b) EL03860000 LED Holder 

5 FA03 1 96000 Button Hd. Screw - M4 x 1 

6 GR07732000 Graphic - Revive 

7 (a) PL03854000 Graphic Cover - Clear 
(b) PL03938000 Graphic Cover - Opal 

8 PR038I0000 Selection Decal Sheet - Revive 

9 (a) MS0608I000 Sv/itch Membrane Assembly 
(b) MS06082000 Keypad Decal 

1 (a) PL06049 1 50 Door Moulding - Silver 
(b) PL06049000 Door Moulding - Black 

11 MT06834000 Drip Tray Grill 
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Interior 
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Ref No. Part No. 

I ME00042000 
2 

3 PL02266000 

4 (a) LO06029000 
(b) LO06084000 

5 

6 ELO 1147000 

7 MT06473000 



Interior 

Item Description 

Dispense Spout 

Mixing System - See Page 1 5 

Canister - See Page 1 7 

Main Loonn 

Loom 

Control Board Assembly - See Page 23 

Switch 

Whipper Mounting Plate 
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Rear View 
(Cover Removed) 
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Rear View 
(Cover Removed) 

Ref No. Part No. Item Description 

1 VA06080000 Inlet Valve 

2 Extract Fan Assembly - See Page 1 9 

3 Boiler Assembly - See Page 13 

4 PSU Assembly - See Page 2 1 
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Door Assembly 



Ref No. 


Part No. 


Item Description 


1 


EL03952000 


Light Box Choke - 240V, 50Hz 


2 


(a) EL0395I000 


Starter 




(b) EL08793000 


Starter Holder 


3 


(a) EL03867000 


Lamp - 6W 




(b) EL03866000 


Lamp Holder 


4 


EL06005000 


LCD Display Board 


5 


LO06064000 


LCD Cover 


6 


MT06956000 


Door Cover 


7 


LO06064000 


LCD Loom 


8 


MT06970000 


Lock Cam 


9 


ME0522I000 


Lock 
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Boiler Assembly 



Ref No. 


Part No. 


Item Description 


1 


BA03356000 


Boiler & Lid assembly 


2 


VA03377000 


Valve Seal 


3 


ME04550000 


Level Probe Assembly 


4 


FA03227000 


Hose Clip 


5 


HO06632000 


Hose - Aquavend 1 


6 


SI02223960 


Boiler Seal 


7 


FAO 1860000 


Cable Tie 


8 


SIOl 142960 


Silicone Pipe 


9 


EL03378000 


Temperature Cut Out 


10 


ME00043000 


Temperature Cut Out Holder 


1 1 


SIOl 171960 


Silicone Pipe 


12 


FAOl 186000 


Clip 


13 


MEO 1294000 


Element Seal 


14 


EL06544000 


Element - Single, 2.375KW 


15 


SI08276000 


Bung 


16 


EL03I 12000 


Thermistor Probe Seal 


17 


SI06340000 


Thermistor Probe 


18 


VA0403I000 


Dispense Valve 


19 


VA0I838A00 


Valve Repair Kit 


20 


VA05885000 


Valve Membrane Seal 


21 


FAOl 143000 


Screw, M4 X 10 - Stainless 
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Mixing System 
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Mixing System 



Ref No. 


Part No. 


Item Description 


1 


MOO 1983000 


Whipper Motor 


2 


PLO 197 1000 


Whipper Base c/w 'O' Ring and Seal 


3 


SIO 1295000 


'O' Ring 


4 


SIO 1986000 


Whipper Shaft Seal 


5 


PLO 1972000 


Whipper Base - Blind 


6 


PLO 1974000 


Cap 


7 


PLO 1973000 


Screw 


8 


PLO 1970000 


Impeller 


9 


PL02275000 


Impeller Housing 


10 


SIOI 171960 


Silicone Pipe 


1 1 


PLO 1967000 


Mixing Bowl 


12 


PLO 1966000 


Steam Trap 


13 


FAOl 134000 


Bowl Adaptor Seal 


14 


PL00066000 


Bowl Adaptor 


15 


FAOl 135000 


Circlip 


16 


SI04345960 


Silicone Pipe 


17 


PL02278000 


Fixing Strap 




PL02008000 


Whipper Plate Boss - Not Illustrated 
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Canister Assembly 




Parts Manual - Horeca Range 



Canister Assembly 



Ref No. 


Part No. 


Item Description 


1 


PL04407000 


Canister Lid 


2 


FLO 1 128000 


Canister Chute - Central 


3 


PL04408000 


Front Auger Fixing 


4 


SI04697000 


'O' Ring 


5 


PL044 10000 


Auger c/w 'O' Rings 


6 


SI04698000 


'O' Ring 


7 


PL04409000 


Rear Auger Fixing 


8 


PL044 12000 


Drive Dog 


9 


ME044 13000 


Bearing 


10 


SI04699000 


'O' Ring 


1 1 


ME04694000 


Agitator Assembly 
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Extract System 
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Extract System 



Ref No. Part No. Item Description 

1 MT06278000 Mounting Bracket 

2 ME0III6000 Extract Fan 

3 HOO I 139000 Hose 

4 FAOl 188000 Cable Tie 

5 PL03083000 Extract Hose Adaptor 
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Power Supply Unit 
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Power Supply Unit 



Ref No. 


Part No. 


Item Description 


1 


ELOl 152000 


Solid State Relay - 25A 


2 


ELOl 151000 


Fuse 6.3A 


3 


EL03874000 


Fuse 0.5A 


4 


ELOl 995000 


Fuse I2A 


5 


ELOl 277000 


Fuse 4A,Antisurge 


6 


ELO 1 994000 


Fuse Holder Assembly 


7 


ME04968000 


Transformer 


8 


EL06032000 


Mains Switch - On/Off 


9 


EL02423000 


Mains Lead Assembly, 3 Core 


10 


ELOl 154000 


Mains Filter 


1 1 


EL0I8I5000 


Thermal Pad 
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MPU Board 
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MPU Board 



Ref No. Part No. Item Description 

1 EL03790UL0 Controller Board 

2 LO06064000 LCD Link 

3 LO06084000 Control Loom 

4 LO06II2000 Main Loom 



CRANE 



MERCHANDISING SYSTEMS" 

A Crane Co. Company 



23 



Parts Manual - Horeca Range 



Notes 
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Vision Range 
Pre May 2000 
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Parts Manual - Horeca Range 



Exterior - Vision 1 00 



Ref No. 


Part No. 


Item Description 


1 


(a) PL068 19000 


Drip Tray - Round Front 




(b) PL03373000 


Drip Tray - Square Front 


2 


PL023 18000 


Foot 


3 


1 VISION 3 PLN 


Plinth Assembly 


4 


(a) MS03357000 


Keypad Membrane Assembly 




(b) PR02600000 


Decal Sheet 




(c) PR03366000 


Decal Carrier 


5 


EL06 157000 


LCD 


6 


GR0337I000 


Graphic - Blue 


7 


ME02498000 


Lock Assembly 


8 


MT023920I0 


Cup Stand Plinth 


9 


(a) MT06834000 


Drip Tray Grill - Round Front 




(b) MT03380000 


Drip Tray Grill - Square Front 
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Interior -Vision 100 
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Interior -Vision 100 

Ref No. Part No. Item Description 

1 Mixing System - See Page 65 

2 (a) PL02266000 Canister - See Page 67 

(b) PL03379000 Canister c/w Agitator - See Page 67 

3 LO0652I000 Main Loom 

4 MT06754000 Whipper Mounting Plate 
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Rear View -Vision 100 
(Covers Removed) 
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Rear View -Vision 100 

(Covers Removed) 

Ref No. Part No. Item Description 

1 VA03398000 InletValve 

2 Extract Fan Assembly - See Page 37 

3 Boiler Assembly - See Page 35 

4 PSU Assembly - See page 39 
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Door Assembly - Vision 1 00 
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Door Assembly - Vision 1 00 



Ref No. Part No. Item Description 

1 PL03337000 Cover 

2 EL06I57000 LCD Assembly 

3 EL022I9000 On/Off Switch 

4 MT06636000 Lock Cam 

5 Controller Board - See Page 75 

6 LO00276000 Ribbon Cable Extension 

7 FA0I4I6000 Knurled Thumb Nut 
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Boiler Assembly -Vision 100 




34 



CRANE 



MERCHANDISING SYSTEMS" 



Parts Manual - Horeca Range 



Boiler Assembly -Vision 100 



Ref No. 


Part No. 


Item Description 


1 


BA03356000 


Boiler & Lid Assembly 


2 


SI03377000 


Valve Seal 


3 


ME04550000 


Level Probe Assembly 


4 


FA03227000 


Hose Clip 


5 


HO06632000 


Inlet Hose - Aquavend 10 


6 


SO02223960 


Boiler Seal 


7 


FAO 1860000 


Cable Tie 


8 


SIOl 142960 


Silicone Pipe 


9 


EL03378000 


Temperature Cut Out 


10 


ME00043000 


Temperature Cut Out Holder 


1 1 


SIOl 171960 


Silicone Pipe 


12 


FAOl 185000 


Clip 


13 


MEO 1294000 


Element Seal 


14 


EL06544000 


Element - Single, 2.375kW 


15 


SI08276000 


Bung 


16 


SI06340000 


Thermistor Probe Seal 


17 


EL03I 12000 


Thermistor Probe 


18 


VA0403I000 


Dispense Valve 


19 


VA0I838A00 


Dispense Valve Repair Kit 


20 


VA05885000 


Valve Membrane Seal 


21 


FAOl 143000 


Screw, M4 X 10 - Stainless 



CRANE 



MERCHANDISING SYSTEMS" 

A Crane Co. Company 



35 



Parts Manual - Horeca Range 



Extract System - Vision 100 




Parts Manual - Horeca Range 



Extract System - Vision 100 



Ref No. Part No. Item Description 

1 ME0III6000 Extract Fan 

2 HOO 1 139000 Extract Hose 

3 FAO 1 188000 Cable Tie 

4 PL03083000 Extract Hose Adaptor 
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Power Supply Unit - Vision 100 
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Power Supply Unit - Vision 100 



Ref No. 


Part No. 


Item Description 


1 


EL00094I60 


Controller Board 


2 


(a) ELOl 152000 


Solid State Relay - 25A 




(b) ELOl 8 15000 


Thermal Pad 


3 


LO03350000 


PSU Loom 


4 


LO03349000 


SSR Loom 


5 


ELOl 151000 


Fuse 6.3A 


6 


ELOl 277000 


Fuse 4A, Antisurge 


7 


ELOl 995000 


Fuse I2A 


8 


EL02 1 7 1 000 


Fuse 4A 


9 


ELOl 994000 


Fuse Holder Assembly 


10 


ME04968000 


Transformer - 240V 


1 1 


EL02423000 


Mains Lead Assembly, 3 Core 


12 


ELOl 164000 


Gland 1 6mm - Mains Lead 


13 


ELOl 154000 


Mains Filter - 1 6A 
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Exterior c/w Coin Pod - Vision 300/400 
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Exterior c/w Coin Pod - Vision 300/400 
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(f) PL02578000 


Drip Tray - Vision 500, Square Front 


16 


(a) MT023740I0 


Drip Tray Grill - Vision 300, Square Front 




(b) MT06834000 


Drip Tray Grill - Vision 300, Round Front 




(c) MT02374020 


Drip Tray Grill - Vision 400, Square Front 




(d) MT06835000 


Drip Tray Grill - Vision 400, Round Front 




(e) MT02374030 


Drip Tray Grill - Vision 500, Square Front 
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Interior - Vision 300/400 
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Interior - Vision 300/400 



Ref No. 



Part No. 



Item Description 



I 

2 

3 
4 



(a) LO0652I000 

(b) LO0644300I 

(a) MT06473000 

(b) MT06485000 

(c) MT06756000 
ME00042000 



Canister, 250mm - See Page 67 

Main Loom - Vision 300 

Main Loom - Vision 400 

Square Canister Assly - See Page 69 

Whipper Plate - Vision 300 

Whipper Plate - Vision 400 

Whipper Plate - Vision 400 (3 Product) 

Dispense Spout 

Mixing System - See Page 65 



*MO022l 1000 
*MO022l0000 



Ingredient Motor ■ 
Ingredient Motor ■ 



80 RPM 
140 RPM 



*MT023730I0 

*MT02373020 
*MT02373030 



Dispense Tray - Vision 300 (Early Models) 
Dispense Tray - Vision 400 (Early Models) 
Dispense Tray - Vision 500 (Early Models) 



* Not Shown 
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Rear View - Vision 300/400 
(Covers Removed) 
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Rear View - Vision 300/400 
(Covers Removed) 



Ref No. Part No. Item Description 

1 VA02567000 Inlet Valve 

2 Extract Fan Assembly - See Page 7 1 

3 Boiler Assembly - See Page 63 

4 ZCO 1 52 1 000 Insulation Tape - White, PVC 

5 PSU Assembly - See Page 73 

6 ELO I 164000 Gland 16mm - Mains Lead 

6 ELO 1 165000 Gland 20mm - Mains Lead 

7 EL02423000 Mains Lead Assembly - 3 Core 

7 WOO 1 530000 Mains Lead Assembly - 5 Core 

8 EL0253 1 000 Mains Filter, 20A 
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Door Assembly - Vision 300/400 
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Door Assembly - Vision 300/400 



Ref No. Part No. Item Description 

1 LO00276000 Ribbon Cable Extension 

2 Controller Board - See Page 75 

3 MT06636000 Lock Cam 

4 EL022I9000 On/Off Switch 

5 ELO II 47000 Biased Switch - Eaton 

6 EL06 1 57000 LCD Assembly 

7 PR0247 1 000 Cleaning Decal - English 
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Coin Pod Assembly - Vision 300/400 



Ref No. Part No. 

1 ME0284I000 

2 (a) MT00023000 
(b) MT00024000 

3 PH03048000 

4 ELO 1 994000 

5 ME02857000 

6 MT02833000 

7 WO0285I990 



Item Description 

Coin Reject Button 

Coin Reject Bucket 

Coin Return Bracket Assembly 

Slide Assembly 

Fuse Holder Assembly 

Cashbox Lock 

Cashbox 

Plated Door Hinge 
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Notes 
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Vision & Vision Xtra 
May 2000 Onwards 
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Parts Manual - Horeca Range 



Exterior c/w Coin Pod 



Ref No. Part No. Item Description 

1 PL05 1 87000 Coin Return Bezel 

2 MT05 1 34000 Coin Return Flap 

3 (a) ME02857000 Cashbox Lock 
(b) MT06637000 Lock Cam 

4 PL054I4000 End Cap 

5 PL05 1 80000 Decal Base Moulding 

6 PL05 1 8 1 000 Decal Window - Clear 

7 (a) PR07737000 Drink Selection Decal Sheet 

(b) PR07362000 Drink Selection Decal Sheet - Vision Xtra 

(c) PR07736000 Price Decal Sheet 

8 PR07735000 Instruction Decal Sheet 

9 WO07786990 Hinge - Black 

10 PL05I85000 Coin Reject Button Bezel 

1 1 PL05 1 86000 Coin Reject Button 

1 2 PL05 1 84000 Coin Entry Bezel 

13 EL06832000 LCD Assembly 

14 Graphic Panel - See Page 6! 

15 Switch Membrane - See Page 6! 

16 ME02498000 Lock Assembly 

17 (a) PL04589000 Cup Stand - Moulded 

(b) MT07744000 Cup Stand Mounting Bracket 

(c) MT07745000 Transition Bracket 

18 (a) PL07740000 Moulding - Standard.Vision 100/300 

(b) PL0774I000 Moulding -Tall,Vision 100/300 

(c) PL07742000 Moulding - Standard.Vision 400 

(d) PL07743000 Moulding - Tall,Vision 400 

19 (a) PL068I9000 Drip Tray -Vision 100/300 
(b) PL06820000 Drip Tray - Vision 400 

1 5 (a) MT07702000 Drip Tray Grill - For Drip Tray PL068 1 9000 

(b) MT07706000 Drip Tray Grill - For Drip Tray PL06820000 



For interior view of Coin Pod, please see page 77 
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Interior 
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Interior 



Ref No. 




Part No. 


Item Description 


1 




PL02266000 


Canister - 250mm. See Page 67 


2 


(a) 


LO0697I000 


Main Loom - Vision 100/300 




(b) 


LO07664000 


Main Loom - Vision 400 




(c) 


LO07728000 


Main Loom - Vision 300 c/w Coin Pod 






LO07729000 


Main Loom - Vision 400 c/w Coin Pod 


3 






Square Canister - See Page 69 


4 


(a) 


ELOl 147000 


Biased Switch 




(b) 


EL07692000 


On/Off Switch 


5 


(a) 


MT07700000 


Whipper Plate, 3 Stations - Vision 300 




(b) 


MT0770I000 


Whipper Plate, 2 Stations - Vision 300 




(c) 


MT0795I000 


Whipper Plate, 1 Station - Vision 300 




(d) 


MT07705000 


Whipper Plate, 4 Stations - Vision 400 




(e) 


MT077 10000 


Whipper Plate, 3 Stations - Vision 400 




(0 


MT072 18000 


Whipper Plate, 2 Stations - Vision 400 


6 




ME00042000 


Dispense Spout 


7 






Mixing System - See Page 65 
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Rear View - Covers Removed 
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Rear View - Covers Removed 



Ref No. Part No. Item Description 

1 (a) VA02567000 InletValve - Double Solenoid 
(b) VA06080000 InletValve - Single Solenoid 

2 Extract Fan Assembly - See Page 7 1 

3 Boiler Assembly - See Page 63 

4 ZC0I52I000 Insulation Tape 

5 PSU Assembly - See Page 73 

6 (a) ELOl 164000 Gland 16mm - Mains Lead 
(b) ELO 1 1 65000 Gland 20mm - Mains Lead 

7 (a) EL02423000 Mains Lead Assembly, 3 Core 
(b) WOO 1 530000 Mains Lead Assembly, 5 Core 

8 EL0253 1 000 Mains Filter, 20A 
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Door Assembly - Interior 
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Door Assembly - Interior 



Ref No. Part No. Item Description 

1 (a) EL03867000 Lamp, 6W 
(b) EL03866000 Lamp Holder 

2 (a) EL0395I000 Starter 

(b) EL03869000 Starter Holder 

3 EL03952000 Choke 240V 50Hz 

4 Controller Board - See Page 75 

5 EL06832000 LCD Assembly 

6 LO00276000 Ribbon Cable Extension 

7 (a) ME02498000 Lock Assembly 
(b) MT06637000 Lock Cam 

8 WO07022000 Door Hinge 
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Door Assembly - Exterior 
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Door Assembly - Exterior 





Pstrt Nn 


1 \.tSu 1 1 lULIUII 


1 
1 


PI-I0A90I00I 

lai rnwo7v i w i 


Ij^^r h^oi ilHino 4 Ri it^nn Niluoi' _ \/icir^n 






1 00/300 




^h^ PI-I0A90I000 
lui rnv/w7viv/i/i/ 


r^/^rti" MrMilrlino 4 Ri i1+r^n Rlafl/^ -X/icinn 






1 00/300 

1 \J\JI J\J\J 




(c) PH06903001 


Door Moulding, 4 Button, Silver - Vision 






400 




(d) PH06903000 


Door Moulding, 4 Button, Black - Vision 






400 


T 
Z 


yd) rrlU07UzUUI 


uoor 1 louiuing, iz Durcon, oiiver 




[p) rriuo7Uzuuu 


uoor 1 louiuing, iz Durcon, DiacK 




* PH0690000I 


Door Moulding, 9 Button, Silver 




* PH06900000 


Door Moulding, 9 Button, Black 


3 


(z) GR07665000 


'Sunset' Graohic - Vision 100/300 




lui \jr\v// Qoouv/v 


OUIIoCL \JlaUlllV. VIdlwII ~\J\J 




(c\ GRmMRonn 


\'\ r" I line r>n ir* - vi c i/^n 1 Oil / ^ fill 




1 U 1 VJ r\v/ / O 7 7 UuV/ 


\\ 1* C 1 1 ric r>h ir" _ vi c i/^n 4flil 
•jMVci ^UlJb VJiaUIII^ V I^IUI 1 ^\J\J 




(e) GR07363000 


'Purple Cup' Graphic - Vision Xtra 300 




(f) GR073 64000 


'Purple Cup' Graphic - Vision Xtra 400 


4 


(a) PR0768I000 


Decal Sheet - 9 & 12 Button Machines 




(b) PR073 59000 


Drink Selection Decals - Vision Xtra 


c 

•J 




r\UL/UCI 1 laL I £. DULLUII 1 IdLIIIIIC^ 






Switch Membrane - 1 2 Button Machines 




* MS06907000 


Rubber Mat - 9 Button Machines 




*SA069 14000 


Switch Membrane - 9 Button Machines 


6 


PL06905000 


Key Cap, Small 


7 


(a) MS06908000 


Rubber Mat - 4 Button Machines 




(b) SA069 15000 


Switch Membrane, Vision 3,4 Buttons 




(c) SA06999000 


Switch Membrane, Vision 4, 4 Buttons 


8 


PR07682000 


Decal Sheet - 4 Button Machines 


9 


PL06906000 


Key Cap, Large 
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Boiler Assembly 





Part Nn 




1 

1 


RAf)6 199000 


Rnilpr ft/ 1 iri n^^pmhlv -Vi<:inn lOO/'^OO 

□ Im^IIc:! OC LIU a55cll)Uiy V I5IUI 1 l\J\JiJ\J\J 




RAOA 1 ^nnnn 

^^U^ D/AUO 1 JV/V/UU 


R^iloi" Jo 1 i/A •iccoi'VkrvK/ \/ici/^n ^llfl 
DUIIci OC l_IU aooc;IIIUiy VIolUII ^\Jv 






DUIlCl OC LIU dooClIIUiy V I0II../M >J 




CIO"! '577000 


\/-» So^i 1 
Valve Ocdl 


■J 


MF04'i'i0000 


Level r 1 LfUe A^o5ei i lUiY 


4 


FA01997000 


1 Inov ^lln 
\j 1 1 c A. \_>> 1 1 u 


•J 


HOOftft'^9000 


iiiieL rnL'oc 




^a"! <?IO'?'?7'?9^iO 


Roilpr - Vision 100/^00 
DUiici tjtsai V idiui 1 1 \J\Ji J\J\J 




(h\ <;i077949«i0 


Dw/iici tjcai Yiaiuii 




Cr'* ^I077';69fi0 


Rr^iloi" ^oci 1 - v i c i/^n ^ 
□L/llcl Ocdl V lolUI 1 J 


7 




Rnilpr larkpt -ViQinn lOO/'^OO 

DUIId Jd-LlvcL V I5IUI 1 1 VV/JW 






Roilpf lar'l/'P't' 400 

DWIICI Jd^ivCL V IdlUI 1 ~w 




^^^ RAO^i "540000 


Rr^iloi" l^i^l^o^ _ \/ic!ori S 

□ L/Ilcl Jd.LI\.cL VlblLIII >J 


8 


FAO 1 860000 


^aKIf* Tip - ^mall 


9 


cini I479A0 


xillfono Pino 1 vmm 
tJlllLUIlC ilUC^ l^llllll 


10 


MF0'?074000 


lomr^ot*5'f 1 I 1 1^ lit if 1— Ir^lHoi" — ^ Flonnon^ 
1 ci 1 lUci d,LUi c; v^UL v^UL rnuiuci LICIIICIIL 


1 1 

1 1 


Fl 0'?'?78000 


|pmr\ot*^i'f 1 ii*P I 1 if III I'f 
lc:l llUc:! dtUI c 


17 

1 ^ 


cini I7I9A0 


xilifono Pino Kmm 
tJlllLUIlC riLlCj OIIIIII 


1 J 


FAOl IRiiOOO 


VncmnoK" ( lin _ XO 
tjlldlJUci Xuliu j\j 


14 


MFO 1 794000 


Flompnf Sp^iI 
LlClllt^llL Ocdl 


15 


EL 02 1 9600 1 


Element - r^oiihlp 


1^ 

1 o 


Fl 06';44000 




17 


C|0A^40000 




18 


EL03II2000 


Thermistor Probe 


19 


VA0403I000 


Dispense Valve 


20 


VA0I838A00 


Dispense Valve Repair Kit 


21 


VA05885000 


Valve Membrane Seal 


22 


FAOl 143000 


Screw, M4 X 10 - Stainless 
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Mixing System 
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Mixing System 









1 


MOO 1983000 


Whinnpr Mntnr 




PI n 1 97 1 000 


\/\/hi r\r\oi* Rci CO f /\a/ R in ct ^ nH ^o^i 1 
vviiiupci Dd.oc 1../W V— ' rvM l£ dllU ^ccti 




SIO 1 295000 


*0* Ring 


4 


SIO 1 986000 


Seal 


•J 


PLO 1 972000 


Whinnpr Racp - Rlinrl 

VVIIIL/L/d DCldC DIIIIU 




PI 1 974000 


Oa.p 


7 


PLO 1 973000 


ScrGW 


Q 
o 


PI 1 970000 


1 m nol Ipi" 
II 1 lUciici 


9 


PL02275000 


Imn^ll^r r-lfMicino 
II 1 iijciid rnuuoii i£ 


in 


C|f)| 171960 




1 1 

1 1 


PI 1 9^>7000 

r L.\J I 7v/ \J\J\J 


1 IIAIIIx Di,,;wi 


12 


PLO 1 966000 

1 1— V/ 1 /www 


^tpam Tran 

tJLCCtI 11 11 CtL/ 


13 


FAQ 1 1 34000 


Bowl Adaptor Seal 


14 


PL00066000 


Bowl Adaptor 


15 


FAOl 135000 


CIrcllp 


16 


SI04345960 


Silicone Pipe 


17 


PL02278000 


Fixing Strap 




PL02008000 


Whipper Plate Boss - Not Illustrated 
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Canister Assembly 




Parts Manual - Horeca Range 



Canister Assembly 





Part Nn 


1 \.tSu 1 1 L^tS9«>.i lULIUII 


1 

1 


PI 04407000 


iTt nic'f or 1 i H 
^alllbLcl LIU 


2 


PLO 1 1 28000 






(h\ PI 1 44 1 000 


i^nnic^oi" i^rii ito _ 1 1— 1 1 f\no 




fc^ PLO 1442000 


f^ani^fpr f^hiifp - Rl— 1 1 ono 

1 1 J LCI V^l 1 U LC 1 \ l 1 J ^Vi/I l£ 


■J 


PI 04408000 


Fi*on^ XAiioPi" FiYinCT 
n 1 L A^Ugci riyvii ig 


4 


SI04697000 


*0* Rind - 97mm 

Xt^y 1 VI 1 1£ ^/ 1 1 II 1 1 


•J 


PL044 1 0000 

1 \—\J 1 1 1 WW 


^iiopr rl\/j Rinoc 
^^UKCi ^/ vv V / r\ii 


6 


SI04698000 


'O' Ring - 14mm 


7 


PL04409000 


Rear Auger Fixing 


8 


PL044 12000 


Drive Dog 


9 


ME044 13000 


Bearing 


10 


SI0469900 


'O' Ring - 19mm 


1 1 


ME04694000 


Agitator Assembly 
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Square Canister Assembly 




Parts Manual - Horeca Range 



Square Canister Assembly 





ran l^u* 


Hem L^c9Cripi.iiin 




PI 01 79 "^000 






PI 04^i07000 




1 

1 


PI 097 19000 


I nic'f or 1 iH 
^alllbLcl LIU 


9 


PI 1 1 9f?000 






PL02709000 




4 


<;i02704000 


'O* Ring 


5 


^a"! ME02706000 


AugGr 




(b) ME0664I000 


Freshbrew Coffee Auger 


6 


SI02705000 


Ring 


7 


PL027 10000 


Flange - Rear 


8 


PL027I 1000 


Drive Dog 


9 


ME06642000 


Agitator Assembly - Coffee 


10 


ME06866000 


Agitator Assembly - Tea 
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Extract System 




Parts Manual - Horeca Range 



Extract System 



Ref No. Part No. Item Description 

1 MT06278000 Fan Mounting Bracket 

2 ME0III6000 Extract Fan 

3 HO0II39000 Hose 

4 FAO 1 188000 Cable Tie 

5 PL03083000 Hose Adaptor 
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Power Supply Unit 
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Ref No. 


Part Nn 




1 

1 


Cal Fl 00094 1 ftO 


r^nnfrnllpr Rnarrl lA OP 




Fl 00094 1 (^R 






(c^ Fl 00094000 


r^ontrnller Rriarrl "^O OP 




CH^ Fl 00094R00 


I r^n^f*r^lloi" Rr^;it*H XO ifP _ Fvfhano'o 


2 


(a) ELOl 152000 


Solid Statp Rphv 75A 




Fl 1 S 1 ■>000 


Thorrnal Pari 
1 1 Id 1 1 id.1 r du 


■J 


1 n0'?4'^R000 


CCD 1 nnm 


4 


LO02437000 


PSU Loom 


i: 
•J 


Fl 1 1 1 000 

EI_W 1 1 1 l/vv 




(, 


ELO 1 277000 


Fl icp 4A Anfici itctp 


7 


ELO 1 995000 


Fiiip I2A 


8 


EL02 1 7 1 000 


Fiicp 4A 


9 


Fl 1 994000 


Fl ICO 1— Ir^lHot* Accomnlx/ 


10 


{■:\\ MFn49Aftnnn 

Id 1 1 1 ^\J~ y sjvyJyjyj 


1 1 dl Idlv/l 1 1 Ici 




(h\ MF09 144000 


Ti^ncTr^i"mot" f Fl ICO Rlr^^"l^ 4&'l~^ar*rioH 1 
1 1 dl iditji 1 1 ici 1 ruac dil/uin. A\i.Ldt.i icu i 


1 1 


(a) EL02423000 


Mains Lead Assembly, 3 Core 




(b) wool 530000 


Mains Lead Assembly, 5 Core 


12 


(a) ELOl 164000 


Gland, 16mm 




(b) ELOl 165000 


Gland, 20mm 


13 


EL0253I000 


Mains Filter, 20A 
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MPU Board 
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MPU Board 



Ref No. Part No. Item Description 

1 (a) EL044290I2 Controller Board 

(b) EL04429R00 Controller Board - Service Exchange 

2 LO04666000 IC2 Loom (Where Fitted) 

3 EL02850000 Ferrite Sleeve 

4 ELO 1 584000 Eprom* 

5 LO00276000 Ribbon Cable Extension 

6 LO08306000 Thermistor Link Loom 
EL0349I000 Ribbon Ferrite - Not Illustrated 
EL03492000 Ribbon Ferrite Clip - Not Illustrated 



Please specify software version when ordering 
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Coin Pod - Interior View 
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Coin Pod - Interior View 





Part Nn 


1 \.tSu 1 1 L^tS9«>.i lULIUII 


1 


MT07774000 

III vt / / Ivvv 


Cashhoy A<;<;pmblv 

^^doi 1 %-/ \y y\ t voo^i 1 iL^iy 




MTO"! 1 99000 

1 1 1 1 ^^vV/V/ 


loin R 1 it*n AccomKlv 
V^L/lll iXcLUI II r^55ciiiuiy 


■J 


^a^ MFn98''i7n00 

la 1 1 1 ^l/ZiOxJ / l/vv 


Lw/^lx. 1 lUiy 




lUI 1 1 1 \J\J\J J / \J\J\J 


1 I am 


4 


1 ClI 1 1 J JUUU 


loin R oior*^ Fincoi" 
VvUiii r\cjci.L riiixci 




lUI PAW/ 1 1 wJ\J\J\J 


R oior*^ f^i t"r"Mr^ 
r\cjct.i. \_«iit.iiu 


5 


MTOS 1 6 1 000 


f^oin f^hiifp 


6 


MT05454000 


Coin Reject Bell Crank 


7 


WO03873990 


Hinge 


8 


(a) LO07728000 


Main Loom - Vision 300 c/w Coin Pod 




(b) LO07729000 


Main Loom - Vision 400 c/w Coin Pod 


9 


(a) ELOl 994000 


Fuse Holder Assembly 




(b) ELOl 277000 


Fuse 4A, Antisurge 
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Notes 
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Exterior 
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Exterior 



Ref No. 


Pa ft Nn 


ItoiYfe r^ocf pintion 

■ LCI 1 1 L^C9«kI I U LIU 1 1 


1 


Cal PL08846000 


Rpan C~"nntainer A^semblv 

i—i ^ ci 1 1 \^ \ 1 i^cLi 1 1 ^ 1 y 11^1/ 






1 \f\ f l'\AI \ t~\r'\^ 




icS ME00934000 


Kev - 5 1 1 




(d) PL08848000 


TransparGnt Bg^d Oont3.in6r 






R O'f CI ininc Sr\rina' 
fxcLall III Ie ■^pilllg 






1 AccomKlv 
l_v_» /AadCl 1 lUiy 




Chi PRnfi997nno 


Ijofci 1 _ 1 i" 1) i" rwi^v 


3 


Ca") GR08296000 


GraDhic - *BGan "To Cud' 




iWi PI 0A904000 


Ti^ncr\cit"on^ 1 iori'^ Rr^v ^noi ilHino 
1 1 al IdL/al Cl IL LIgllL DUvv 1 lUUIUIIIX 


4 


Ca1 SA0883 1 000 


^witrh Mpmbranp inr Platp 




Chi M<;nA9f)7nf)n 


Riihh^ir Matt - 9 Riittr^n 




lc\ PR07<i8IOOO 
ii-i rr\w/ooii/i/v 


III"! n !/■ Solor"tionc rjor"a 1 Snoot 
L^lllllx. tJClC^LIUI Id L7C^Cll tJllCCL 




CHI PI ofi9n';oon 


T»*a n cr^a t*ont iC i a 
IiallbUalcllL IXcV V^aUd 


•J 


Cal PR07667000 


'Hnt \A/atpr' Dpral 




Cht PI 0^909000 


Ti*ii ncns i"ont K ou l^a r 
1 1 di idUai CI IL ixcv \^au 




Cal MFn87ionno 


Ij^^r 1 r\f\^ 




^UJ 1 1 1 V/OOJOvV/v 


]^\j\J\ LUCK, 


7 


PI OPPOROOO 


1^1 ir\ NtanH 


8 


PL08802000 


Drip Tray 


9 


MT07702000 


Drip Tray Grill 


10 


PL088 10000 


Foot 


1 1 


PL08855250 


Door - Silver 


12 


(a) MT08890000 


R7H Side Panel 




(b) MT08889000 


L/H Side Panel 
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Interior 





Part Nn 




1 

1 




Dcd.li ^uiiLaiiici rA^ociiiuiy t^cc ragC Oi 


2 


SI04345960 

>jiw~ 


^iliron fiihp 1 fl mm 

wll I\bv^I I LU 9 IV/ 1 1 II 1 1 


■J 




^^\J\J\ >3yy\K.\m\ 1 




Cbl PL063 34000 


Sprvirp Kpv 


4 


^a"! PL08809000 


\A/a<;tp Riirkpt 




PL08862000 


NA/ater Waste Container 


5 


PL 08804000 


Drin Xrav 


f. 
\j 


MTn77n7non 

1 1 1 V/ / \j£.\J\J\J 


1 1 U II a. J VJ I 1 1 1 


7 


PI 0880<^00n 


L^iauciioc ridLc 






rjicr\pncp Sr^r^i I'f _ Sm^ll 
Lyl^pclloc OUtJUL •Jillall 






Ijicr^pn CP Sr^/^ii'f _ 1 a foo 


a 

o 




ivi n o Xx/ctom _ Xoo Pa 00 Q ^ 
1 llyvlllE t^ydLClII occ rd-Xc 7J 


9 


(a) PLO 1 1 29000 


Canister Chute, L/H 




(b) PLO 1 130000 


Canister Chute, R/H 


10 


MO08853000 


Ingredient Motor - 24V DC 


1 1 


ME08803000 


Door Hinge 


12 


(a) PL08854000 


Ingredient Canister 




(b) ME0879I000 


Canister Outlet 
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Door Assembly 




Parts Manual - Horeca Range 



Door Assembly 





Part Nn 




1 

1 








1 008898000 


Flat Tahlp - T-PPRTn D-PrR 


■J 


(a\ PI 08874000 






(W\ FAOaS'^OOOO 


PrR HnlHpr 


4 


Idl 1 iC\JO/ l\J\J\J\J 






(h) MT06636000 

Iff ■ ■ ■ VWt^WW 


Door Lock Cam 


5 


L 008829000 


Flat Cable - D-PCBTo LCD 


O 


1 lOUooZ/UUU 


Service Keypad Membrane 


7 


(a) EL0395I000 


Starter 




(b) EL03869000 


Starter Holder 




(c) EL03866000 


Lamp Holder (not shown) 




(d) EL03867000 


Lamp Tube 6W (not shown) 


8 


EL03952000 


Choke 



A programmer is required when replacing part nos. EL8824000 
Display PCB and EL0882I000 Control PCB (shown on page 
87). If a programmer is unavailable, please order these parts as 
a set under part number EL08856000, B2C Control & Display 
PCB (Programmed). 
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L.H. Side View (Cover Removed) 
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Ref No. 


Part No. 




1 


EL08822000 


Oiitniit PCB 


2 


MO08853000 


Ingredient Motor 24V DC 


3 


MO08857000 


WhiDDer Motor 24V DC 


4 


fal EL088 17000 


1— Ipafpr A*;*;pnnblv 




IWi Fl 088 1 8000 






lr\ Fl 088 1 9000 


ThofmoTi ICO Mccomnlv 
1 lid iiiuiuac 1 luiy 




l<\\ Fl 08890000 


1 cl 1 lUci dLUl c; Ocl I5v^l A^ddClllL/iy 


5 


^a"! ME088 15000 


Plimn A^QPrnhlv 

1 U 1 1 IL^ r\^^^\ 1 1 li^l y 




lYt\ MF088 1^000 


Piimr* finlv 
rulllL/ Vp/lliy 




MF088 14000 


rnjw 1 icLci 


7 


ME088 12000 


Prps^iirp Rp^iilator 


Q 
o 


VA088 1 '^000 


1 n 1 \Ai Ix/o 
II IICL VdlYC 


9 


Cal VA0a84'?000 


y di vc DiucK. 1 iL/iy \mi w rncaLd 




Tb") ME07232000 


Solenoid 




(c) ME07233000 


Coil Holder 




(d) ME07234000 


Plunger Assembly 


10 


EL0882 1 000 


Control PCB* 


1 1 


EL08823000 


Po\A/pr ^iinnlv P^R 


12 


Ca") ME088SI000 


vj 1 iiikjd /^ood 1 1 L/i y 




(b) ME08852000 


Grinder Adjuster 




EL07235000 


Fuse 6.3A. 20mm (Output PCB) 




EL03 183000 


Fuse 4A, 20mm (Output PCB) 




EL07236000 


Fuse 8A, 20mm (Control PCB) 




EL07237000 


Fuse 3.15 A, 20mm Ceramic (PSU PCB) 



A programmer is required when replacing part nos. 
EL0882I000 Control PCB and EL8824000 Display PCB (shown 
on page 85). If a programmer is unavailable, please order these 
parts as a set under part number EL08856000, B2C Control & 
Display PCB (Programmed). 
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R.H. Side View (Cover Removed) 
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R.H. Side View (Cover Removed) 



Ref No. Part No. Item Description 

1 (a) ME0885I000 Grinder Assembly 
(b) ME08852000 Grinder Adjuster 

2 ME0884I000 Encoder 

3 EL08842000 Valve Solenoid Assy 

4 ME08800000 Fan Assembly (Located Behind Cover) 

5 MO08840000 Brewer Motor 

6 ME08839000 Gear Assembly - Brewer 
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Brewer Assembly 
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Brewer Assembly 



Ref No. 



Part No, 



Item Description 



I 

2 
3 

4 
5 
6 
7 



ME08835000 
SI08836000 

(a) ME08837000 

(b) FAO 1 860000 
SI04345960 
SI08838000 
ME08833000 
ME08839000 



Brewer Outlet Unit 
Tube Elbow 
Aerator 
Cable Tie 

Silicon Tube 6x10 mm 
Brewer Inlet Tube 
Brewer Unit 
Brewer Gear Assembly 



ME089I3000 
ME089I4000 
ZC0886I000 



Piston 'O' Ring Upper (Not Shown) 
Piston 'O' Ring, Lower (Not Shown) 
Brewer Cleaning Tablet (Not Shown) 



CRANE MERCHANDISING SYSTEMS" 

*l A Crane Co. Company 



91 



Parts Manual - Horeca Range 




92 



CRANE 



MERCHANDISING SYSTEMS' 

A Crane Co. Company 



Parts Manual - Horeca Range 
Mixing System 





ran l^«J* 


Hem L^cacripiiiin 


1 

1 


1 \\^\JQOj f \J\J\J 


Whinnpr Mntnr 94V V^C 




Frt V O O J O U U V 




3 


PL 1 97 1 000 


Whinner Rn^e c/w Senis 


4 


<;iO 1 29S000 


'O' Ring 


i: 
•J 


PI 1 974000 








Scrsw 


7 


PLO 1 970000 


I rnn^ll^r 

I I 1 1 IJCl ICI 


8 


PLO 1 968000 


Impeller Housing 


9 


SI04345960 


Silicone Pipe 


10 


PLO 1967000 


Mixing Bowl 


1 1 


PLO 1966000 


Steam Trap 


12 


PL08859000 


Bowl Adaptor 


13 


SIOI 171960 


Silicone Pipe 
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